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BILL NO. S-78-12-. 


SPECIAL ORDINANCE 

AN ORDINANCE approving City Utilities 
Purchase Order No. 0503 with Henry 
Electric Company, Inc. for materials 
for Water Pollution Control Plant. 


s . a 9-79 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 

SECTION 1. That City Utilities Purchase Order No. 0503, dated 

November 27, 1978, between the City of Fort Wayne, by and through the City 

Utilities Purchasing Agent and the Board of Public Works and Henry 

Electric Company, Inc., for: 

installation of approximately 117' of three inch rigid 
steel conduit with PVC coating from Boiler Room Base¬ 
ment Water Pollution Control Plant to GT manhole South 
Park strip of Dwenger Avenue, 


at a cost of $3,200.00, all as more particularly set forth in said 
Purchase Order, which is on file in the Office of the Department of Pur¬ 
chasing and is by reference incorporated herein and made a part hereof, 
be and the same is in all things ratified, confirmed and approved. 

SECTION 2, That this Ordinance shall be effective upon passage 
and approval by the Mayor. 





FORM 







Read the first time in full and on motion by ^ _ _, seconded by 

_. and duly adopted, read the second time by title and referred to t 


Committee on 


6 


_(and-the-Oitv-EJL an Com mission for 


recommendation') and Public Hearing to be neld afler due legabmetiee^-aLthe Couitcil Cham! 

City-C ounty Buil d ing - Wayno, Indiana, on _ _ the c 

°f_ ■ -T- 1 & . —, at -—-_o* clock 


: /x-n--?? 


M. ,E.S .T. 


DATE 

Read the third time in full and on motion by 
. seconded by_ 


CITY CLERK 


and duly adopted, placed on its passage. 


'PASSED (L©@T) by the following vote: 



AYES 

—X 


X 


NAYS 

■d> 


ABSTAINED 


ABSENT TO-WIT: 

/• 


X 




LzX^lL 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, i 


(ZONING-M AP)- (G ENEIffiL) - (ANNEXATION) (SPECIAL) (APPROPRIATION) ORDINANCE 

on the d ay of/-y^^ 1 


(R ESOLUTION ) pq. 


- 09 ' 7 ? 

yj $J Z—^ 


ATTEST: (SEAL) 




CITY CLERK 


day of 



to^he M. 


PRESIDING OFFICER 


Presejure^ by me to ihe Mayor of the City of Fort Wayne, Indiana, on the /& —Z^5^) 




7? 

, 19_, at the hour of 


Approved and signed by me this 
at the hour of_ \ o'clock 'Xx' 


CITY CLEI^K 

/ 7 ^ 

day of 







MAYOR 








































































































S-78-12-14 


Bill No. 

REPORT OF THE COMMITTEE ON CITY' OTA.HIES 

We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving City Utilities Purchase Order No. 0503 with Henry 
Electric Company, Inc. for materials for Water Pollution Control 
Plant 
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Memorandum 

To H. P. Wehrenberg, Board of Works _ Dafc* November 22, 1978 

p rom Ruth Winget, Purchasing Department _ ■ _ 


COPIES TO: 


Subject 


Labor and Material to Install Rigid Steel Conduit 


E. A. Stanczak Jr. 
P. Brunner 



Herewith is Purchase Order No. 0503 which is prepared favoring Henry 
Electric Company for labor and material to install 117ft. 3" rigid steel 
conduit from boiler room at Water Pollution Control Plant to Gt manhole 
south park strip of Dwenger Avenue for Water Pollution Control Plant. 

Three (3) vendors quoted with Henry Electric Company being the lowest 
at $3,200.00. 

Attached are the following documents in support of the recommendation 
for acceptance of Henry Electric Company quote. 

1. Copy of all vendor’s quotes. 

2. Purchase Order No. 0503. 


It is urged that in referring this quote to the City Council for 
enactment of an ordinance, that all of the attached items, together with 
this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number is given 
to Henry Electric Company until evidence of Council approval is furnished 
to the Purchasing Department. 


R. 7 A. Winget 


Approved 


: ,b 

Stephen D. Millspaugh ' ij 


U-^?- 9 
"hl/if 











^JJenri^ ^(ectric C^ompanu 7 ^9nc. 


3539 WELLS STREET • FORT WAYNE, INDIANA 46808 • 219-484-0; 



November 8, 1978 


Fort Wayne Sewage Treatment Plant 
2720 Dwenger Avenue 
Fort Wayne, IN 46803* 

Attn: Neil Wisler 


Gentlemen: 

We are herewith submitting our quote to install 
one 3" rigid steel conduit with 40 Mil PVC 
coating from the basement of the sewage treatment 
plant to the manhole adjacent to the southside 
of Dwenger Avenue per our discussion for the 
sum of $3,200.00. 

This quote is based on our cutting Dwenger Avenue 
and patching, also removal and replacement of the 
sod as required. 


If you have any questions, please feel free to 
contact me. 


Very truly yours, 

HENRY ELECTRIC CO., INC. 


Charles M. Henry 
President 


l 


CMH/sas 


pppwsljjj 

NOV 1978 

. . if' ? , 


Fort Wayne, Indiana 











SEPTEMBER 29?-1978 


CITY OF FORT WAYNE 

WATER POLLUTION AND CONTROL 

1 MAIN STREET 

PORT WAYNE, INDIANA 46802 • " 

Attention: Mr.- Neil Wisler . ' 

Gentlemen:; 

We hereby submit our Firm Bid of $5,390.10 to furnish 
and install the 3" PVC telephone duct line at the 
Dwenger Avenue Disposal Plant. All work to be done 
in accordance with our pre-bid conference September 
13, 1978. . 

Please note, this bid does include removal and replace¬ 
ment of the new sod. 

We thank you for the opportunity to bid this project,^ 
ana look forward to working with you on future pro^ecus. 


Yours very truly. 


THE WEI EEL LINE CO., INC. 
BY: 

-nmvTAT-n T V/UTTTWT. ' 


DONALD I. Y/EIKEL 
President 


DlW/la 


mmy 

r-^ 

OQUj 2 1978 


Water j. I’ia 

■Fort Wayne, Indiana 


Box 278 Woodburn, IN' 46787 [210] 657-5877 


















Page No_ ot ---rages 

DAILEY ASPHALT PRODUCTS CO., JNC. 

L. W. DAILEY, INC. 

1034 OAKLAND STREET • P. O. BOX 8132 
FORT WAYNE, INDIANA 46808 


PROPOSAL SUBMITTED TO: 

DESCRIPTION OF JOB: 

Water Pollution Control 1 Plant 

Job 

One Main St. 

Address 

Ft. Wavne. In. 46802 

City State 

Attn: Mr. Neil Wisler - 

Phone Date 

743-1128:1Q.-.6--7.8- 


HJp t^rrchy 0uhiuit specifications and estimates for —instal lat.ionjDf approximately 117 Lft.- 

_ nf .T' galvanize d PVC Jac keted conduTt^romjgxisj;^ ___ 

the inside of the Water Pollution _Cojitr6l,PIant_._Restoration_o.f_street, _.sidewalks,-- 

an d sod d ed areas a s per City o f Fort Ma vn e Standards and Specif_i_ca,tLQns_.,- 



— • 








. .. OCT..,A1978 _ 


//y 

Water Pouu'fct,-<.«!.-.ioi Piant— 


Fort Wayne. Indiana 















































































©Din? ®[F [FGDUBY raflYHE 

CITY UTILITIES 

DEPARTMENT OF PURCHASFS 
CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

^ Henry Electric Company Inc. 

3539 Wells Street 

Fort Wayne, Indiana 46808 

L J 


(i - zs7 -h,, 

ORIGINAL * 


PURCHASE ORDpR NO. 



SHIP TO — 

Water Pollution Control Plant 

2601 Dwenger Avenue 

Fort Wayne, Indiana. 46803 


MAIL ALL INVOICES TO- 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 


INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Furnish all necessary labor and mater Ia 1 to install 
approximately 117 ft. of three inch rigid steel 
conduit with 40 mil PVC coating from boiler 
room basement WPC Plant to GT manhole south 
park strip of Dwenger Avenue. 


$3,200. 


Per letter of 11/8/78 

SUBJECT TO COUNCILMAN 1C APPROVAL 


RW/pl #103 



>unting 


Fort W 
Show P. o. 
'and Invoice 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


CONDITIONS ON REVERSE 

















j f—Dat P November 17, 1978 

Please order the following Material for Delivery as Specified: 


City Utilities 

</G3ox 


PURCHASE REQUISITION 


To be delivered to_ 
On or before_ 


Water Pollution Control Plant 


_Eeq. No_ 


P. 0. No. 


QUANTITY 

DESCRIPTION 

Diyr. 

DEPARTMENT 
ESTIMATED COST 


Furnish all necessary labor and material to install 

anDroximately 117 ft. of three inch rigid steel conduit 





with 40 mil PVC coating from boiler room basement WPC-Plani 

to GT manhole south park strip of Dwenger Ave. -A£±=as— 









per j™-, {?. ^u ~ ^- 


Henry Electric Co^„—--$3'7200.00 

<--The IfelkeU^iiFg^Scul- 5,390.00 





^L^JU-TJaily, Inc. 474^7^-QO^^ 





We wouLA- r-ecomjfteiKl^s^ptrrrg bid of Henry -Electric Ge-. 





-^s^thcUlow and-host—bid-.— 










■ i/ / ' l / / / 

dh.c.p , 

v"7e^ 




f (J ' //(/ 









REMARKS: 

This new conduit is required to handle the new proposed 

tPlftpbnrift r.ahl e. handling all the lines from our stations. 





river, and regulator monitors, fiy/jy T'9 A//^ j? 





I hereby certify that the worfc^ or supplias above spacrfiad 
are nacaasary for rtock or »n'« thia department. 

A- 


Dept. Head 


3k- 




Charge Light- 




































V-33G 

TITLE OF ORDINANCE SPECIAL ORDINANCE - HENRY ELECTRIC CO., INC. _ $3200,00 


DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 050 3, HENRY ELECTRIC COMPANY, INC. 
IN AMOUNT OF $3200.00 FOR INSTALLATION OF APPROXIMATEL Y 117' OF THREE INCH RIGID STEEL 
CONDUIT WITH PVC COATING FROM BOILER ROOM BASEMENT WPC PL ANT TO GT MANHOLE SOUTH PARK STRIP 
OF DWENGER AVENUE. 




(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


EFFECT OF PASSAGE NEW CONDUIT REQUIRED TO HANDLE THE NEW PROPOSED TELEPHONE CABLE, HANDLING 
ALL THE LINES FROM OUR STATIONS, RIVER, AND REGULATOR MONITORS. 


EFFECT OF NON-PASSAGE SELF-EXPLANATORY 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $3200.00 FROM SEWER UTILITY 


ASSIGNED TO COMMITTEE 


EP 











































